Annual Index — 1966 


ANESTHESIA 


Baskin, R. H.: Anesthesia (An 
136 
Kelner, Lester D.: A _ Painless 
Technique of Injection, Decem- 
542 
Larato, Dominick C.: Preparation 
and Administration of Inject- 
able Drugs for Medical Emer- 
gencies in Dental Practice, July 294 


CARIES 


Dreizen, Samuel: The Role of Diet 
in Dental Caries (An Abstract), 


Fluorine a Caries Preventive (An 
Abstract), October .......... 445 


Increased Caries Resistance (An 


Abstract), November ........ 529 
New Method for Prevention of 
Caries (An Abstract), Novem- 


ber 
Wolf, William C.: Dental Care for 
the Mentally Retarded, October 456 


CHEMOTHERAPY IN 
DENTAL PRACTICE 


January 

Anticoagulant Therapy: Part 
February 

Anticoagulant Therapy: Part 


81 
March 
Anticoagulant Therapy: Part 
hree 
April 
Topical 
Agents: 
May 
Topical 
Agents: 
June 
Systemic Antihemorrhagic 
Part OME 272 
July 
Systemic Antihemorrhagic 
Agents: Part Two 
August 
Systemic Antihemorrhagic 
Agents: Part Three 
September 
Macrolide Antibiotics: 
October 
Macrolide Antibiotics: Part Two 462 
November 
Topical Anesthetics: Oil Soluble 515 
December 
Topical 
Soluble 


CLINICAL CONFERENCE 


January 
Extension of Spaces in the Jaw- 
29 
February 
Pemphigus Mistaken for a Den- 


126 


Antihemorrhagic 
173 


Antihemorrhagie 


Part One 419 


Anesthetics: Water 


March 

Teeth with Hereditary Hypo- 

plastic Enamel .............. 120 
April 

Danger in Injudicious Extrac- 


May 
An Obscure Systemic Disease 
Revealed by the Dental X-ray . 221 

June 
The Dental Assistant and the 
Hygienist in a Diagnostic Pro- 
gram 


DECEMBER 1966 


July 
The Floor of the Mouth 
August 

Dental Treatment of a Sclero- 


September 

Residual Roots of Primary 
October 


Lichen Planus on the Increase 
November 

Neglected Jaw Fractures in 

Automobile Accidents 
December 

The Total Absence of Teeth .. 


CLINICAL AND 


. 462 


LABORATORY SUGGESTIONS 


January 
Gelb, David S.: Temperature 
Regulated Mixing Slab. Erick- 
son, Gary L.: An Instrument 
for Carving. Kerrigan, T. R.: 
Stabilizing of Bite Blocks. Korn- 
field, Paul: Removing Excess 
Mercury from Amalgam Resto- 
rations. Crandall, Harold: Re- 
moval of Root Fragments. Duke, 
Jr., E. B.: Fabrication of Pre- 
extraction Models 
February 
Battle, J.: Removal of Zine Ox- 
ide Mixes from Glass Slab. 
Washburn, F. J.: Easy Removal 
of Copper Bands. Genn, Albert 
D.: Reading Overexposed Ra- 
diographs. Kaminski, S. P.: 
Pediatric X-rays. Lo Monaco, 
Carmine: Cleaning and Storing 
Endodontic Instruments. Loo, 
Wallace D.: Protecting Mar- 


gins While Polishing Gold 
March 


Schwartz, Stanley N.: Magnet- 
ic Bur Holder. Robbins, Willi- 
am: Adaptation of Syringe 
Hub. Peecook, William 
Checking Occlusion in New 
Dentures. Dooreck, S. M.: Im- 
pression Tray Handle. Skiba, 
Gerald A.: Marking on Endo- 
dontic Instruments. Thaper, S. 
B.: Reinforcing Models for 
Prosthodontics 
April 
Maskal, R. J.: Manipulating 
Modeling Compounds. Foering, 
Roni: Re-using Copper Bands. 
McCormack, John: Storage for 
Endodontic Instruments. Bor- 
um, Charles S.: Interproximal 
Finishing Instrument. Wilmes, 
Jerome P.: A Method of Water 
Measurement. Keffer, Clarence 
C.: Removing a Matrix Band . 
May 
Hoppe, Vicki: Cover for Vibrat- 
r Head. Fox, Robert Z.: Steri- 
lization and Pre-packaging of 
Cotton and Paper Points. Mar- 
vin, Stuart R.: Matrix Clamp 
for Anterior Restorations. 
Wheeler, J. D.: Handles for 
Pliers. Baumhammer, A.: De- 
sensitization of Roots. Cohen, 
Stephen: Accelerating Rubber 
Base Setting Time 
June 
Freeman, Dennis M.: Finishing 
Wax Patterns. Klupt, Eugene 
(Continued on page 570) 


32 


78 


124 


224 


World Famed BREVETTATA 


TEAR GAS 


by MAIL 


Appearance of this fine 
tear gas weapon is simi- 
lar to real gun. It is ideal 


for people who work in | 
lonely, dark locations and § 
require protection. Men 


give this gun to wives and 

daughters for night security. Many industrial ap- 
plications. Shooting of gun stops aggressor with- 
out permanently injuring him. Neither permit nor 
license is needed, but it is not sold to minors. 
It fires six cartridges without reloading. Each 
gun comes with six tear gas shells and six blanks 
for practice and is shipped prepaid. Gun unit 
prices include, 12 shells and all shipping costs. 


C) 2 Gun-units at $22.86 ........... ($11.43 ea.) 
[] 3 Gun-units at $29.94 ........... ($ 9.98 ea.) 


-} 4 Gun-units at $35.16 ........... ($ 8.79 ea.) 
Extra boxes of tear gas shells at $1.50 per box 
(prepaid with gun orders). Extra boxes of blanks 
at $1.25 per box. 

UNITED SAFETY SUPPLY CO. 
Dept. DD, 310 W. 9th St., Kansas City, Mo. 64105 


Fight tuberculosis 
and other 


respiratory diseases 


Use 


Christmas 


Seals 
on 
All Your 


Holiday Mail! 
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(Continued from page 569) 


L.: Identification of Models. 
Rowberry, Stewart H.: Access 
to Posterior Restorations. Cos- 
tianes, E. N.; Cleaning Under 
Bridge Pontics. Haas, Bruce C.: 
Blending Silicate Cements. 
Pompura, Capt. John P.: Wax- 
ing and Soldering Bridgework 
July 
Kahl, Richard E.: Storage of 
Temporary Crown and Dies, 
Peecook, William M.: Cleaning 
Saliva Injector. Crane, Richard 
A.: Direct Waxing of a Dowel 
and Core. Sturman, Stanley: 
Hydrocolloid Impressions. Mew- 
ha, Robert: An Impression Aid. 
Finger, Henry W.: Identifying 


Endodontic Instruments ..... 
August 
Maskal, R. J.: Denture Re- 


pairs. Stevens, Robert C.: Con- 
struction of a Needle Flame. 
Robbins, William: Reinforcing 
Temporary Fillings. Knight, 
John H.: Interproximal Calculus 
Removal. Weber, Van B.: Tube 


Dispenser. Berman, Martin H.: 

Finishing Acrylic Restorations 
September 

Robbins, William: Improving 


Articulating Paper. Ellis, Joseph 
S.: Cleaning Handpieces. Phil- 


276 


322 


368 


lips, James E.: Removal of 
Castings with Dowels. Beavers, 
June: Clip Board Organizer. 
Lokfy, James K.: Repairing 
Fractured Denture. Hughes, 
Ross E., Mold Record for Fac- 


Lowney, Jeremiah J., Jr.: Char- 
acterized Dentures. Kerschen- 
baum, Philip L.: Prevention of 
Gagging When Water Syringe 
is Used. Flashner, Jesse: Elimi- 
nation of Food Traps. Crabb, 
Claude A.: Preparing a Denture 
for Relining. Kirk, Roderic E.: 
Reinforced Denture Repairs. 
Comito, J. J.: To Separate a 
Flask that Refuses to Split .. 
November 
Rothman, Arthur: Cleaning Im- 
pression Tray. Heimansohn, 
Henry.: Modified Dust Pan. 
Wyshak, George H.: Arrange- 
ment of Instruments on Bracket 
Tray. Hertz, Reuben: Polishing 
Cervical Tooth Areas. Kolker, 
Stanley Louis: A Practical Lab- 
oratory Instrument Holder. Van 
Ness, John H.: Impression for 
December 
Kaplan, Martin: Cleaning Burs 
and Diamond Stones. Weisman, 
Manuel I.: Identification of 
Lower Anterior Teeth. Kahl, 
Richard E.: Polishing Acrylic 


416 


466 


517 


You’ll find your 


BRAND 


of vacation fun 
at the 


Desert 


2 


BAS 


. amid a tropical setting of 
swaying palms, sunny skies, 


\ 
outstanding features, 


and clear blue waters. 
Spacious, colorful 
accommodations, 
friendly hospitality, 
and a multitude of 


e Beautiful “Ranchero” Lobby e 


e Private white sand Beach 


e Freshwater Swimming Pool * 


e Shuffleboard 
e Free TV 
e 24hr. Phone Service 


Nite Spot .. 


STAMPEDE ROOM 


. featuring LENNY DEE, top Decca record- 
ing artist, organ stylist and comedian. Dancing nightly. 


| 


COFFEE POT—for snacks or 


eals 
GOLDEN NUGGET—for cocktail 
sippin’ 
GOLDEN NUGGET SUPPER 
CLUB—for hearty dining 


. . - West Coast Florida’s largest 


All facilities for Conventions, Meetings, Seminars (for up to 300) 
100% Air-Conditioned, Open All Year. Write fer colorful brochure — 


"THE DESERT y 


RANCH _ 


on the gulf” 6200 GUIF BOULEVARD 
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-$T..PETERSBURG BEACH, FLORIDA 


Restorations. 
M.: Esthetic Orthodontic Bands. 
Chang, James: Use for Broken 
Explorer. Robbins, William: Re- 
moval of Cement from Hands . 


Smallen, Harry 


CROWN AND BRIDGE 


Cavadini, P. Eugene: Emergency 
Treatment to Save Six-Tooth 
Anterior Fixed Bridge, April. . 

Gerber, Irving A.: Simple Proce- 
dure for Construction of Small 

Kramer, A. G., and Kelner, So- 
phie: A New Cast Prefabri- 
cated Anterior Acrylic Veneer 

Murphy, E. J.: A Method of Pro- 
tecting Three-Quarter and Full 
Crown Preparations, September 

Tamarin, A. H.: Bicuspid Acrylic 
Crown with Gold Cusps and 
Contact Points, February 


DENTURES, 
FULL AND PARTIAL 


Carey, Denis O.: Rubber Base 
Technique, Decem- 
P. Eugene: Increased 
Mandibular Denture Retention 
by the Use of the Flange Tech- 
Cavadini, P. Eugene: Bite-Block 
Fabrication for Models with 
Undercut Ridges, Using Vacu- 
um-Forming Technique, Octo- 
Cavadini, P. Eugene: Silicone 
Soft Denture Liners (Silastic 
BOO), NOVOMDE? 
Comito, Joe: A Method for Model 
Construction, March ......... 
MecGrannahan, William W.: 
plant Denture Following Man- 
dibular Resection, July 


_ Murphy, W. M.: Partial Dentures 


(An Abstract), 
Page, Harry L.: An Objective 
Look at “Balance”, April 
Page, Harry L.: Observations on 
Lateral Movement and Oral In- 
terference Methods, June .... 


DIAGNOSIS 


_ Electrodiagnosis jn Facial Paral- 


ysis (An Abstract), January .. 


| Joffe, B. M.: Cephalometric Anal- 


ysis of Mandibular Prognath- 
ism (An Abstract), September 


EDITORIALS 


January 
Preparation of the Patient for 
Complete Dentures 
February 
Psychologie Evaluation in Den- 


Denture Construction 
April 
Periodontal Disease in Adults 


May 
Gold Foil, 
terial 
June 
New Method in Cancer Treat- 


A Restorative Ma- 


July 

Replantation, Transplantation, 

and Implantation of Teeth .... 
August 


Sodium Fluoride: Increased 
Range of Effectiveness ....... 


(Continued on page 572) 
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Annual Index 


Odontologic Observations and 


Aspects (An Abstract), Sep- 


Hyp- 
School 


Skin Cancer-Radiation; 
nosis — Interpretation; 


(Continued from page 570) 403 84 
Drug Toxicity (An Abstract), March 
September 82 Mammary Carcinoma—Old Age; 
Interaction of Drugs ......... 418 Examination of the Head and High-Altitude Pulmonary Ede- 
October Neck (An Abstract), July .... 298 ma; Asthmatic Children — Re- 
The Significance of Dental Ap- Hays, B., et al.: Calcification of habilitation; Radiation Thera- 
SEE vccsecxekvuneenxe 465 Vessels in Cheek of Patient py in Children; Breaking the 
November with Medial Arteriosclerosis Smoking Habit; Diabetic Reti- 
Physical Fitness and the Den- (An Abstract), December .... 554 rage Oral Cancer; P enicil- 
514 Hepatitis-Mononucleosis Test Executives—Neurosis .. 128 
December Promising in Liver Diagnosis — _ ‘ 
Physical Fitness and the Den- (An Abstract), April ........ 158 Meniere’s Disease; Vitamin D 
—Requirements; Post-Concus- 
: on Syndrome; Ocular Condi- 
ing (An Abstract), May 228 tions—Elderly Patients: Idio- 
ENDODONTICS Man’s Effect on Drugs (An Ab- pathic Vertigo ......... dNeverie2 178 
Larato, Dominick C.: A Rubber stract), February ...... tteaee 90 May 
Dam Retainer for Endodontic Nicholas, Joseph: The Indiscrim- Ulceration of Legs; Congenital 
Treatment of a Tooth Lacking inate Use of Penicillin (An Ab- Bone Defects; Mammography . 230 
a Clinical Crown, May ....... 216 stract), February ............ 67 June 
Merrill, O. Monte: Multiple In- Tic Douloureux: Injection of the Glue Sniffing; Bleeding; Oral 
ternal Resorption, September . 408 Gasserian Ganglion with Hot Cancer; Nail Disease ........ 278 
Weisman, Manuel I.: The Impor- Water (An Abstract), June ... 261 July 
tance of Rehabilitation After En- Tuberculosis: Still a Serious Prob- Physiology of Hair Growth; 
dodontic Treatment, February 58 lem (An Abstract), December . 576 Suicides in Children; Cancer in 
of Laser Beam Burn Re- 
An Abstract), September .... 407 sponse in surgery, ergic 
alogh, aroly: Protection o ucus 
Maxillary Sinus During Extrac- MEDICINE AND Ae Bleeding; Myo- 
308 THE BIOLOGIC SCIENCES eardial Infarction in Emphy- 
Cannon, Peter D., and Smith, J sema; Chronic Osteomyelitis; 
Neville H. H.: Chemical Irrita- Dermatologic Disorders; Tho- 
tion as a Factor in the Delay ; BS; é wi racic Empyema; Radiation Haz- 
of Healing Postextraction Al- Drugs in Pregnancy; Sunlight rd 370 
—Aging Skin; Gonorrhea .... 36 aras . ED 
— ight — Destructive Forces; 
Wax Epilation; Mentally Ill 
MEDICAL SUBJECTS Children; Bell’s Palsy; Rheu- Surgery— 
Axrup, K., et al.: Children with matoid Lung Disease; Salivary 
Thalidomide Embryopathy: Gland Tumors — Metastases; (Continued on page 574) 
CLINICAL AND LABORATORY Explanation of procedure: Sketch: 


SUGGESTIONS 


(See pages 560 and 561) 


Form to be Used by Contributors 


To: Clinical and Laboratory 
Suggestions Editor 


DENTAL DIGEST 
708 Church Street 
Evanston, Illinois 60201 


From: 
Suggestions submitted cannot be ac- 
knowledged or returned. 
$10 will be paid on publication for 
Subject each suggestion that is used. 
572 DENTAL DIGEST 
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Annual Index 


(Continued from page 572) 


October 
Blood Transfusions — Indica- 
tions; Asthma in Children; 


Severe Anemia — Cardial Com- 
plications; Cerebrovascular 
Accidents — Treatment; Head 
Injuries—Late Sequelae; Head 
and Neck Tumors; Peptic Ulcer; 
Childhood Cancer 


November 
Organ Transplantation—Ethi- 
cal Problems; Rheumatoid Ar- 
thritis; Fracture Complications; 
Pediatric Head Injuries; Drug 
Reactions; Osteomyelitis—Epi- 
dermoid Carcinoma; Cancer of 
the Larnyx; Bilateral Breast 


December 
Changed Angle of Nose—Respi- 
ratory Changes; Allergy in Chil- 
dren; Soap; Snakebite Therapy; 
Cancer of Head and Neck; Iron 
Deficiency; Soft Corns; Showers 
—Bacteria Liberation; Smok- 
ing—Cessation ............0.. 


MISCELLANEOUS 


Announcement of Books Received, 


Bartel, Joanne: Prophylaxis and 
Patient Motivation (An Ab- 
stract), October 


470 


563 


at the 


1200 ROOM HOTEL 


NEW YORK CITY 


Your ideal headquarters —close to 
attractions, shopping, sightseeing 
fine dining and entertainment. 
YEAR ’ROUND 


SWIMMING POOL 
FREE TO GUESTS 


Rates, including TV 
from $8.85 single 
$11.85 double 


Call: PLaza 5-4000 
* or write the 
SHELTON 
TOWERS 
HOTEL 
Lexington Ave. 
48-49 St., NYC 


Send free literature and money- 
saving Courtesy Card to 


Name 
Address 
City State 


No. in Party Arriving 


574 


_ Helping the Physically 


Creative Nonconformity (An Ab- 


Czarnecki, Eugene S.: Manage- 
ment of the Child Patient (An 
Abstract), January .......... 

Erythema Multiform (An Ab- 
stract), November ........... 

First Aid in Fainting (An Ab- 

Handi- 
capped (An Abstract), April .. 

Hypnosis not a Toy (An Abstract), 
nes 

Kay, Bettinas.: Anomalies of 
Speech in Patients with Cleft 
Lip and Cleft Palate (An Ab- 
stract), November ........... 

Life Chronology in Dental Teach- 
ing (An Abstract), June ..... 

Limited Intelligence as Psycho- 
dynamic Stress in Patients 
with Physical Symptoms (An 
Abstract), August ........... 

New Drug Control Amendments 
(An Abstract), April ........ 

Noise-Induced Hearing Loss (An 
Abstract), September ........ 

Schour, Isaac: Changing Concepts 


Dental Education (An Ab- 


Skin Preserved by Deep Freezing 
(An Abstract), May .......... 
The Dentist’s Opportunity (An 
Abstract), March ............ 
Utilization of Medical Services 
(An Abstract), January ...... 
When Should you Take Your Child 
for His First Visit to the Den- 
tist? (An Abstract), February 


376 


14 


529 
158 
169 
144 


509 
266 


364 
172 
420 


258 
215 
117 


28 


69 


NUTRITION AND HEALTH 


Luecke, Richard W.: The Signifi- 
cance of Zinc in the Diet (An 
Abstract), April 

Nutrition and Physical Fitness 
(An Abstract), February 


OPERATIVE DENTISTRY 


Amar, Herman: An _ Unusual 
Tongue Habit: Report of a 
205 


Anstendig, Howard S.: Tongue- 
Thrusting in Children (An Ab- 


Bacchi, Jerome G.;: An Unusual 
Cause of Abrasion, February .. 


Elsbach, Henry G.: Personality 
Manifestations in Children, (An 


Heimansohn, Henry: A Case of 
Partial Pseudoanodontia, June 


Huckelberry, James W., and 
Heimansohn, Henry: A Case of 
Severe Unilateral Erosion of 
the Teeth, September ........ 


Ideal Restorative Material Sought 
(An Abstract), July ......... 


Jorgensen: Knud Dreyer: The Ef- 
fect of Delayed Condensation 
Upon the Crushing Strength of 
Amalgam (An Abstract), March 


Larato, Dominick C.: Steriliza- 
tion of the High Speed Dental 
Handpiece, March ........... 


Gordon, Thomas E., Jr.: Laser 
Interactions with Extracted 
Human Teeth: A Preliminary 
Report, April 


73 
66 


306 
252 


398 


118 


107 


New Dental Material Reported 
(An Abstract), August ...... 
Rogers, William P., Jr.; Reynolds, 
Charles; and Yatsuhashi, 
Masao: Cancer of the Larynx 
(An Abstract), August ...... 


Slater, Leonard M.: A Practical 
Technique for Restoration of 
an Overlapping Anterior, July 


Sloane, Robert B.: An Ear Plug 
Designed to Obtund the Sound 
of High Speed, May 


ORAL PATHOLOGY 


Aphthous Ulcers (An Abstract), 
August 


Balogh, Karoly: Significant Oral 
Changes in the Geriatric Pa- 


Collagen-Destroying Factor Dem- 
onstrated in Periodontal Tis- 
sues of Man, (An Abstract), 
October 


Minton, J. P.: Correlation of the 
Laser Wavelength-Absorption 
Capabilities of Experimental 
and Human Tumors (An Ab- 


Owen, Robert C., and Kenyon, 
Rex: An Investigation of Ery- 
thromycin Stearate and Ery- 
thromycin Succinate in the 
Treatment of Oral Infections, 


Vocal-Cord Cancer (An Abstract), 
September 


ORAL REHABILITATION 


Bayne, Harold R.: Pseudoretrog- 
nathia: Evaluation and Treat- 


Nicols: Joseph J.: Prognathism: 
Correction Using Sliding Osteo- 
tomy Technique, November ... 

Tenant, R. D.: Taurodontism, 

Wiland, Lawrence: A Dimension- 
Controlled and Accurate Pro- 
cedure for a Gold Post Restora- 
tion of an Anterior Tooth, 
September 


ORAL SURGERY 


A New Implant Material for Use 
in Reconstructive Surgical Pro- 
cedures: Surgibone (Boplant) 
(An Abstract), June ......... 

Bodner, Bernard N.: Mesiodens 
and Surgical Eruption of Cen- 
tral Incisors, October 

Bodner, Bernard N.: 
Odontoma, November 

Bodner, Bernard N.: Residual 
Cysts, 

Larato, Dominick C.: The Muco- 
periosteal Flap, November .... 

Scheuermann, Henry A.: Osteo- 
plasty and Its Application in 
Oral Surgery (An Abstract), 

Schultz, Richard C.: Intraoral Su- 
ture Material (An Abstract), 

Zuckerman, Arthur: Procedure 
for Bilateral Mandibular Torec- 
tomy, June 


Complex 


(Continued on page 576) 
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Annual Index 
(Continued from page 574) 


PERIODONTICS 


Baumhammers, A.: Cold-Curing 
Acrylic Reinforced Temporary 
Wire Ligature Splints, Septem- 


Kessler, Solomon Y., and Zweig, 
Jerome M.: The Dentoalveolar 
Splint (An Abstract), July ... 320 


PHYSIOLOGY 


Cooperman, Harry N.: Oral Re- 
sistive Exercises, February ... 60 


POSTGRADUATE COURSES 


40 
89 
236 


RESTORATIVE DENTISTRY 
Auth, Victor C.: The Large Gold 
Inlay with Pin Retention, March 104 
Cahoy, A. L.: Wax Pattern Man- 
ipulation, January ........... 10 
Cavadini, P. Eugene: New Con- 
cept of Silver Alloy Standard- 
ization for Amalgam Technique 
in the General Dental Office, 
Floersch, Leo M.: Wax Elimina- 
tion and Casting, January .... 20 
McLean, John W., and Hughes, 
T. H.: The Reinforcement of 
Dental Porcelain with Ceramic 
Oxides (An Abstract), March 109 
McNamara, Bartlett W.: A New 
Esthetic Anterior Restoration, 


348 
O’Meara, B. B.: Cavity Prepara- 
8 
Paynter, Floyd L.: Investing, 
Pressures on Teeth Measured (An 
Abstract), January .......... 23 
Slunicko, H. J.: Fitting and Fin- 
ishing the Inlay, January ..... 24 
ROENTGENOGRAPHY 


Bird, Peter D.: Radiographic Lo- 
cation of Retained Roots in the 
Edentulous Patient, July ..... 310 


Coy, Willard A., and Wing, Ken- 
neth R.: A Roentgenographic 
Examination of Fully Edentul- 
Patients, BAY 200 

Escoe, Ralph, and Escoe, Dorcas: 
Processing X-ray Film in a 
Single Chemical Bath, Septem- 

Lea, William L., and Nelson, 
George B.: Reduction of Occu- 
pational Radiation Exposure 
(An Abstract), October ...... 484 

Weisman, Manuel I.: A Simplified 
Intraoral Photography Tech- 
nique, December ............. 552 


576 


You turn the diat...it does the figuring 
New Computerized Automatic X-ray Equipments 


8 INCH CONE 
TYPE C FILM 


8 INCH CONE 
TYPE 6 FILM 


8 INCH CONE 
TYPE D FILM 


16 INCH CONE 
TYPE D FILM 


TecHniDis: super 75 


Position the cone Turn the dial Press the button 


There's no fussing and figuring with the new TechniDial Super 75. With the flick of a switch 
and the twist of a dial everything is computed for you. A glance at its indicator light assures 
error-free results and gives you the correct KV/MA, type of film, cone type and exposure time. 

And with solid state timing TechniDial is ready when you are .. . no waiting for ‘‘warm up.” 
This is precise, accurate and instantaneous Transitronic timing . . . no retakes due to timer 
error. 


AND HERE’S SOMETHING REALLY SPECIAL 


You save more with TechniDial by getting 50°/o greater output at no added cost (15 ma instead 
of 10 ma). Model 75W (split) comes equipped to control two tubeheads at no extra cost and 
with Model 75P you can add up to three more tubeheads later . . . without adding another 
control cabinet. 

You get long arm reach with all S.S. White x-ray equipment. A fingertip touch is all it takes 
to position this unique gravity-assist roller-bearing arm effortlessly and smoothly half way 
across a 10 ft. room. Yet it’s always stable in every position and with its small focal spot (less 
than 1 mm.) you are assured the sharpest diagnostic detail on the film. 

All units carry a full two year guarantee . . . one year longer than other makes. Ask your 
dealer about TechniDial or write S.S. White Company, Community Drive, Great Neck, New 
York, Department D. 


S.S. WHITE 


Tuberculosis: Still a Serious Problem 


Cases Reported 


Tuberculosis remains an impor- 
tant public health problem in the 
United States despite a continu- 
ing decline in the number of 
deaths and new cases over the 
past decade. The age-adjusted 
overall death rate dropped from 
15.0 per 100,000 population in 
1952 to 4.3 in 1963, about 70 per 
cent. The reported new active 
cases of tuberculosis declined at 
a slower pace during this period, 


from 55.0 per 100,000 to 28.7, or 
48 per cent. In 1964 the case rate 
dropped further to 26.6 per 
100,000, but the number of re- 
ported new active cases re- 
mained about 50,000. 


Greatest Decline Among Women 


Each color, sex, and age group 
shared in the decline in tuber- 
culosis mortality during the 
period between 1951-1953 and 
1961-1963. The greatest declines, 
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